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ANNUAL  REPORT 
of  the 

MEDICAL  OFFICER  OF  HEALTH 


for  the  year 
1 S 4 9 


GENERAL  ST.-iT  I ST  I C S 


1949  1948 


Area  (in  acres)  6,381  6,381 

Population  (Civilian  from  the  Registrar  General)  14,170  13,860 

The  following  Statistics  are  taken  from  the 
Abstract  of  Accounts  for  the  year  ending  31st.  March. 


Number  of  inhabited  Houses,  Flats,  House-shops, 
Licensed  Houses  and  Clubs . 

Rateable  Value  of  Property  in  the  di strict 

(i)  Rateable  Property 

(ii)  Property  in  Crown  Occupation 

(iii)  Total 

Product  of  a Penny  Rate: - 


3,840  3,731 

£93,974  £95,916 
£6,381  £6,424 

£100,355  £102,340 


Calculated  on  Gross  Produce  of  Rates  £412  £423 

Calculated  on  Gross  Produce  reduced  by  an 

amount  equal  to  the  actual  cost  of  collection  £407  £419 


VITAL  STATISTICS 


Live  Births 


1949  1948 

Male  Female  Male  Female 


Legitimate  149  105 

Illegitimate  4 7 

153  112 


Birth  rate  per  1000  population  18.6 

Birth  rate  England  & Vales  (Total 

population)  16.7 

Still  Births 

Legitimate  3 2 

Illegitimate  1 - 

4 2 

Rate  per  1000  population  .4 

Rate  per  1000  live  & still  births  19.1 

Rate  for  England  & Wales ot al 

Population)  .39 


144  123 

5 9 

149  137 


20.6 

18.22 


2 1 

1 - 

3 1 


.28 

13.7 

.42 
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Deaths  1949  1943 

hale  Female  Male  Female 


83  71  80  89 


159 

169 

Rate  per  lOOOpopulat ion 

11.2 

12.2 

Rat*-  for  England  & • ~lv=s  (Tota 

,1 

popu 

lation)  11.7 

10.3 

Pu  e r p e r a 1 Cau  s e s 

Nil 

Nil 

Infants  under  1 year. 

Legitimate 

5 

2 

3 

Q 

o 

Illegitimate 

1 

1 

2 

1 

6 

3 

2 

1 

Rate  per  1000  births 

33.2 

31. 

Rat f for  England  & Vales 

32. 

34. 

Causes  of  Death  (Figures  from 

Registrar  Gene: 

ml) 

1949 

1948 

Male  F 

emalc- 

Male  Female 

Respiratory  Tuberculosis 

1 

1 

1 

4 

Cerc.bro  Spinal  Fever 

- 

- 

- 

- 

Syphilitic  diseases 

- 

- 

1 

- 

Cancer  - digestive  system 

5 

2 

3 

4 

Cancer  - breast 

- 

5 

- 

3 

Cancer  - other  sites 

7 

8 

10 

10 

Diabetes 

1 

1 

- 

- 

Diseases  of  heart  and  blood  vessels  47 

36 

35 

38 

Respiratory  diseases 

7 

5 

8 

11 

Influenza 

1 

- 

- 

- 

Ulcer  of  stomach  and  duodenum 

- 

- 

3 

- 

Diarrhoea  under  2 years. 

1 

- 

- 

- 

Other  digestive  diseases 

1 

1 

2 

1 

Nephritis 

2 

1 

- 

1 

premature  Birth 

2 

1 

3 

3 

Birth  injuries 

- 

2 

1 

2 

Suicide 

- 

- 

1 

1 

Ro a d ~cci dents 

3 

- 

1 

1 

violence 

3 

1 

1 

- 

All  other  causes 

7 

7 

7 

S 

83 

71 

80 

89 

INFECTIOUS 

DISEASES 

Scarlet  Fev^-r 

3 

2 

3 

6 

Scarlatina 

1 

- 

- 

- 

"/hooping  Cough 

1 

Q 

O 

9 

12 

Ery si pc  las 

1 

- 

2 

1 

Measles 

79 

107 

1 

5 

Pneumonia 

1 

- 

3 

- 

Poliomyelitis 

2 

4 

- 

- 

Anterior  Poliomyelitis 

1 

- 

- 

2 

Brucella  Abortive  Infection 

1 

- 

- 

- 

Chicken  Fox 

1 

■ - 

- 

- 

Tuberculosis 

10 

2 

3 

3 
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DIPHTHERIii IMMUNISATION 

Number  immunised  during  the  years  1949  1948 

Under  5 years  205  255 

5-15  years  4 10 

20S  265 


The  Borough  Surveyor  has  kindly  supplied  the  following 
information  regarding  housing,  sewerage,  and  main  water  supply 

HOUSING 


Number  of  houses  built  by 

by 


Total  Post  War  Housing  to 

by 

by 


Council 

during  1949 

- 76 

Private 

Ent  erprise 

- 12 

Total 

- 88 

31st.  December  1949 

Council 

- 298 

Private 

Enterprise 

- 67 

Total 

- 365 

SEWERAGE  AND  SEWAGE  DISPOSAL 


The  scheme  for  the  reconstruction  of  the  main  Sewage  Pumping 
Station  at  Town  Mill  Road  and  extension  of  the  Disposal  ’Porks  was 
commenced  in  April.  Work  is  proceeding  satisf  ctorily,  and  the 
Station  should  be  ready  for  service  by  October  1950. 

The  sheme  should  give  some  relief  to  the  surcharge  of  the 
town  sewers  during  periods  of  high  intensity  rainfall. 


WATER  SUPPLY 


Enham-Alame in 


A tender  for  the  Enham-Alamein  Water  Supply  Contract  was  let 
during  the  year,  but  work  was  hold  up  pending  various  sanction. 

It  is  hoped  that  the  work  wrill  proceed  early  in  1950. 

Pickett  Twenty 

A main  extension  was  carried  out  to  serve  properties  at  the 
north  end  of  Pickett  Twenty. 

Water  Development  Scheme 

The  scheme  for  development  of  the  new  borehole  at  the  SmanncX 
Road  Source,  enlargement  of  reservoir  capacity  rnd  improvement  in 
the  reticulation  system  has  been  held  up,  ponding  agreement 
between  the  various  water  authorities  and  the  Ministry  of  Health. 

It  is  hoped  to  proceed  with  some  of  this  work  in  1950. 

Existing  Reservoir 

Infiltration  of  surface  water  into  the  existing  reservoir  has 
been  investigated,  and  remedial  measures  are  now  in  hand. 


ENVIRONMENTAL  HYGIENE 
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INSPECTIONS 


The  following  table  shows  the  number  and  nature  of  the 
inspections  carried  out  during  the  year 


Houses  (H.A.  1936).. 

Houses  (P.H.A.  1936) 

Houses  (Defence  Regulations  68A.A 
Overcrowding  . • . . 

Drains  and  Sanitary  Fittings 
Building  Licences  .. 

Water  Supplies 
Factories  ... 

Shops  ... 

Slaughterhouses 
Dairies  and  Cowsheds 
Pasteurising  Plants 
Food  Premises  .. 

Nuisances  from:- 
Refuse  o 
Smells . 

Smo  ke 
Flooding 
Animals 
Rats . . . 

Flies  . 

Mosquitoes 
Wasps 

Ice-crea.m  Premises 
Moveable  Dwellin, 

Dustbins 

Infested  premises: - 
Bugs  . . 

Fleas  o 
Cockroaches 

After  Infectious  diseases 
Disinfections . 

Knackers  Yards 
Public  Houses 
Watercress  Beds 
Works  in  Progress 
Swimming  Pools 
Bakehouses  ... 


I 


221 

196 

17 

19 

216 

25 

90 

119 

84 

372 

157 

135 

199 

17 

13 

24 

4 

34 

8 

16 

2 

21 

96 

184 

200 

9 

3 
2 

4 
6 

37 

17 

24 

52 

30 

19 


Total  2572 


NOTICES  SERVED 

1 . Informal  Notices 

Housing  defects  ...  ...  ...  ...  ...  41 

Defective  Sanitary  Accommodation  ..  ...  ...  2 

Drains  and  Sanitary  Fittings  ...  ...  ...  19 

Defective  gutters  ...  ...  ...  ...  ...  12 

Dustbins  ...  ...  ...  ...  ...  ...  156 

230 


2 .  Defect's  remedied  & ft  er 


service  of  Informal  Notices. 


• © • 

on 


Housing  defects  ... 

Defective  Sanitary  Accommodat i 
Drains.  and  Sanitary  Fittings  ... 
Defective  gutters 
Dustbins  ... 


• • • 
© • • 


• • • 
• • • 
• o • 


• o ft 

O • • 

• • • 
• • • 
0 • ft 


13 

2 

12 

6 

129 


3.  Statutory  Notices. 

Housing  defects  ... 
Defective  gutters  . 
Dustbins  ... 

•J.  t t i V * r 


162 


21 

3 

24 


4 .  Statutory  Notices  complied  wi th 


48 


Housing  defects  ... 
Defective  gutters  . 
Dustbins'... 


7 

1 

10 


5.  ^tutory__Action  under  the  Housing  Act  T loan 
Repairs  (Section  cn 


18 


will  be-  s^ on  from  the  above  figures  21  -n  -e+  n-  „ 

were  served  to  remedy  defects  1 notices 

Seven  were  complied  with  md  in  T f Whlch.  JxPlre  during  : 
neroqq-r.,7  ' * r r'nc  in  Seven  cases  it  was  found 

necessary  to  carry  out  the  work  in  default. 


Demolition  (Section  11) 


ana  thfowno/Htcne'H'a  H ?£  58  & 60 > Chantry  Street 

Committee  but  of  the  Health  and  Planning 

the  year. 


“'Ct i on  had  not  been  decided  upon  by  the 


end 


o 

of 


86 


of  NoA  A9tiCJ  ^ served  and  a demolition  order 
. , No*  42 > High  Street , a cottage  in 
the  rear  of  shops  in  the  High  Street. 


made  in  respect 
dangerous  condition  at 


Blacked1  yd"  °hH%reVn  1946  in  aspect  of  66a  & 6£t , 

the  continuous "Scoupat^S^’o^rocm  in^ofieT^  °~ln?  H 

his  daughter.  Application  was  made  t-  tl  aVvn«+  0 ’ m'n  ' ■ 
and  hath  houses  subsequently  demolished.  far  passes; 

Improvement hn^the Um»tt or  ^still^  ***  •”  ur°ent  heoC  of 

the  Health  -O  di'i  ■ „r  ":'£  stl11  receiving  the  attention 
the  year!  pl-™mg  Committee  and  the  Tru5t.cs  at  the  cl 


Defence  Regulations  68  ne*i. 


Defence  Regulations  68  A, A.  provides  for  the  licensing  of 
houses  which  were  subject  to  Demolition  or  Clearance  Orders  and 
are  rendered  reasonably  capable  of  being  used  as  a temporary 
measure  for  housing  purposes.  The  Licences  are  granted  for 
periods  of  not  more  than  six  months  and  can  be  revoked  by  the 
Council  at  their  discretion  by  means  of  a notice. 

The  following  houses  are  at  present  licensed  by  the  C uncil 

( i ) Clearance  Areas 

L : nd  n St  re-  et  Clo  ar  -one  c-  ^r c- a hTo . 1 . 

7 houses  - Nos.  68-81,  London  Street. 

'/inchest or  Street  Clearance  .area  No.l. 

4 houses  - N^s.  49-55,  Winchester  Street. 

( i i ) Individual  Demolition  Orders  and  buses  in  respect 
of  which  Undertakings  were  given  not  to  use  for 
habit  at  i on, 

4 houses  - Nos.  1-4,  Fouthrops  Yard. 

2 houses  - Nos.  55  -57,  Vigo  R..ad. 


PROVISION  OF  DUSTBINS 

It  will  be  seen  from  the  above  figures  that  156  Informal 
Notices  were  Served  to  provide  dustbins.  Those  notices  were 
served  on  Owners  and  129  dustbins  were  provided  as  the  result. 

24  Statutory  Notices  were  served  on  Owners  as  t he  result 
of  failure  to  comply  with  Informal  Notices  and  eight  dustbins 
were  provided  by  the  Council  in  default  and  the  cost  reccvered. 

An  appeal  lodged  by  the  Owner  of  a large  number  of  houses 
in  respect  of  one  Statutory  Notice  was  heard  by  the  Borough 
Magistrates  during  1950  and  will  bo  dealt  with  in  the  report  for 

that  year. 

The  Local  ^uth  rity  (Charges  f'r  Dustbins)  Order,  1949. 

The  fallowing  report  was  made  to  the  Health  and  Planning 
Committee  in  March  1949:- 

” '’This  Order  comes  into  operation  on  the  1st.  day  of 
April  1949. 

Under  the  Public  Health  ^ct , 1936,  L cal  -authorities 
may  make  an  annual  charge  n^t  exceeding  2/6d  f'r  each 
dustbin  provided  and  maintained  by  them.  Maximum  charges 
af  varying  amount s are  also  prescribed  for  similar  services 
under  Local  ^cts. 

To  enable  L cal  Authorities  tN  meet  the  increased  c^st 
of  this  service  the  Order  prescribes  a maximum  charge  of 
5/-d  in  all  cases  where  the  present  maximum  amount  is  less 
than  that  amount. 

*.ny  such  charge  shall  become  due  n the  1st.  day  of 
April  in  ^ach  year  and  may  be  recovered  as  part  of  the 
general  rate  in  respect  of  the  premises  for  which  the 
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dustbin  has  been  provided,  but  without  prejudice  to  the 
rights  of  any  person  under  any  tenancy  agreement. 

Provided  that  , if  on  the  first  day  of  .april  the 
premises  are  unoccupied,  the  charge  not  to  be  recoverable 
until  they  become  occupied  and,  if  they  remain  unoccupied 
during  the  whole  of  the  financial  year,  the  charge  shall 
be  treated  as  irrecoverable . 

In  vi ew  of  this  permitted  increase  the  Committee 
should  give  consideration  to  the  question  of  providing 
and.  maintaining  dustbins  and  making  a rec  mimcndati  :n 
ac  c vrdingly . 

The  advantages  of  the  Local  Authority  undertaking  t . 
previ  o end.  maintain  dustbins  are  many  and  can  bo 
s u ran  a rise  d as  foil  o'  w s : - 

1.  The  bin  can  be  regarded  a s part  cf  the  equipment 
for  the  removal  of  h'use  refuse  instead  of  as  part 
of  the  building  served. 

2.  a standard  bin  can  be  provided  t : all  h'USuS. 

3.  Hygienic  storage  and  c llccti  'n  'f  refuse-  is 
maintained  by  tin  climino.ti  n of  dilapidated  bins. 
(An  important  health  fact  r) . 

4.  Thu  elirinati  n of  repeated  inspecti  ns  by  the 
Sanitary  Inspector  and  the  service  of  Statutory 
Notices  and  subsequent  Court  action  in  the  case  of 
appeals.  (Unsatisfactory  decisions  have  been 
given) , 

5.  Friction  between  landlord,  tenant,  and.  Local 
authority  is  avoided." 

The  Health  and  planning  Committee  recommended  that  the 
Highways  and  Works  Committee  give  c onsiderat i on  to  its  applicat 
in  the  Borough,  and  this  Committee  made  a recommendation  to  the 
Council  that  no  action  bo  taken  at  this  juncture. 

I am  of  the  opinion  that  the  matter  should  receive  further 
consideration  by  the  appropriate  Committees. 


complaints 

All  complaints  arc  given  immediate  attention  and  a groat 
deal  of  time  is  taken  up  in  making  invest  ions  and  carrying  out 
inspect i ons . 

The  foil  owing  is  a list  of  the  c .mplaints  received  during 
the-  year  and  gives  a goad  idea  af  the  vari oty  and  amount  of 
w o rk  i nv o 1 ve  d : - 
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Blocked  drains  ...  ... 

Housing  defects  . . ... 

Defective  dustbins  ... 

Overcrowding  ...  ... 

Offensive  accumulations 
Waste  water  ...  ... 

Defective  drains  and  closets 
Fo od  . o . ...  op. 

Milk  Bott les  ...  ... 

Nuisances : - 

Sin  ells  .0.  ... 


Am  me. Is  .0.  o.o 

Me v e ab  le  dw c- 11  i ngs  . 

Infestations : - 

Beetles  «.o  . o o 

Bugs . . ...  . . . 

A nt  s , ...  ... 

F li es.  ..o  .A. 

Fleas.  ®.o  .oo 


Wasps.  ... 

Mosquitoes  .. 
Rat s.  ... 

Light  Obstructi  in. 
Flo  oding. . . ... 


e • 
o t 
• © 
• • 
o e 

• o 

• e 


• o 


a 

c 


61 

34 

3 

2 

3 

1 

5 

3 

3 

10 

4 

20 

1 

2 

1 

12 

1 

19 

1 

4 

1 

2 


TOTAL  number  of  complaints  received: - 


193 


OVERCROWDING  AND  ALLOCATION  OF  COUNCIL  HOUSES 

Overcrowding  due  to  the  acute  housing  shortage  is  still 
serious  and  19  cases  were  investigated  during  the  year.  Eleven 
reports  on  bad  housing  conditions  were  submitted  to  the  Housing 
Manager  in  support  “f  applications  for  Council  H.uses, 
Co-Operation  exists  between  the  Health  and  H' using  Departments, 
and  the  Housing  Officer,  Mr.  R.B,  Gillett,  has  kindly  supplied 
the  following  figures: - 

The  number  of  names  on  the  housing  application  list  is  as 
foil 'ws : - 

Householders  - 67 

Living  and  working  out  of  Andover 

(No  previous  residence  in  Borough)  - 12 

ivpplicati  :ns  received  less  than  twelve 


months  age  - 159 

Aged  persons  applications  - 26 

264 

Applicants  on  current  list:- 

No  children  - 80 

With  children  - 78  158 

TOTAL  422 


SaNHATION 

It  will  be  seen  from:  the  General  Statistics  that  there  are 
3,840  inhabited  properties  within  the  Borough.  A total  of  347 
houses  are  not  connected  to  the  main  sewerage  system  and  of  these 
149  are  provided  with  drainage  to  a cesspool  or  septic  tank, 
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184  have  pail  closets  and  14  have  chemical  closets. 

A total  of  5 cesspools  were  eliminated  during  the  year  by 
the  provision  of  drainage  to  the  main  sewer.  Three  houses 
were  provided  with  draine.ge  to  cesspools  and  one  bucket  closet 
was  converted  to  a chemical  closet. 

At  the  commencement  of  the  year  there  were  still  3 houses 
in  the  Town  Area  fitted  with  obsolete  and  insanitary  waste 
water  closets,  and  these  will  be  eliminated  during  1S50  by  the 
provision  of  proper  washdown  closets  with  suitable  flushing 
apparatus . 

There  are  ten  dwelling  houses  in  the  Town  Area  with  pail 
closets  and  waste  water  drainage  to  the  main  sewer.  One  of 
these  will  be  converted  to  a water  closet  during  1S50,  but  it 
will  be  difficult  to  deal  with  the  remainder  unless  the  Council 
are  prepared  to  carry  out  the  work  under  the  provisions  of 
Section  47  of  the  Public  Health  Act,  1936,  and  provide  half  of 
the  expenses. 

I repeat  my  statement  made  in  the  1S48  report  that  proof 
of  a nuisc.nce  can  always  be  established  in  relation  to  an 
uncovered  pail  closet  and  its  abolition  should  be  the  immediate 
aim  of  any  Local  Authority  in  the  interests  of  Public  Health. 

The  clearing  of  blocked  drains  is  treated  as-  a public  ..'heejj 
service  and  these  are  cleared  forthwith  by  the  Health 
Department  without  charge.  Sixty-one  we re  dealt  with  during 
the  year.  Repairs  and  improvements  to  drains  and  sanitary 
fittings  were  effected  at  21  permises  and  60  hydre.ulic  and 
smoke  tests  were  applied  in  connection  with  this  work. 

There  is  still  urgent  need  for  additional  public  sanitary  ! 
conveniences  in  the  Town  and  for  the  improvements  of  existing 
arrangements  by  the  provision  of  proper  washing  facilities  to 
meet  present  day  requirements.  This  also  applies  to  the 
public  Parks  and  Cricket  Ground. 

The  largest  available  hall  in  the  Town  is  still  lacking 
in  the  provision  of  adequate  sanitary  arrangements  and  conditio 
can  be  described  as  appalling  when  these  premises  are  in  use 
for  public  entertainment.  The  matter  was  taken  up  with  the 
Authorities  concerned  during  1948  and  a scheme  has  now  been 
approved  which  should  result  in  the  provision  of  a modern 
block  of  conveniences  during  1950. 

A report  regarding  overflowing  cesspools  at  three  houses 
and  a nuisance  in  respect  of  one  house  v/ithout  drainage  at 
Charlton  Village  was  considered  by  the  Health  and  Planning 
Committee  and  a recommendation  was  made  to  the  Highways  and 
Works  Committee  that  the  necessary  extension  to  the  sewer  bo 
carried  out  to  serve  these  properties.  A scheme  was  prepared 
but  subsequently  shelved  owing  to  the  cost.  The  nuisance 

still  exists  and  the  provision  of  drainage  to  the  sewer  is  an 
urgent  matter. 


DISINFECTION  AND  DISINFESTATION 


A report  was  made  to  the  Health  and  Planning  Committee 
regarding  the  provision  of  a steam  disinfector  and  it  was 
recommended  that  a loan  charge  of  £66  on  a figure  of  £682 
be  included  in  the  estimates  for  1949-50. 
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It  was  subsequently  agreed  that  an  approach  be  made  to  the 
County  Council  with  a view  to  the  plant  at  the  St.  John's 
Hospital  being  hired  as  a temporary  measure  and  this  matter  was 
still  receiving  attention  at  the  end  of  the  year. 

Disinfection  of  eight  premises  was  carried  out  at  the 
request  of  the  occupiers. 

Disinfection  of  nine  premises  found  to  be  infested  with 
bugs,  three  in  respect  of  fleas  and  two  in  respect  of  cockroaches 
was  carried  cut,  an  insecticide  being  used  in  each  case. 

Considero.ble  nuisance  was  experienced  in  various  parts  of 
the  town  by  the  infestati  :n  of  roof  spaces  by  cluster  flies  and 
twelve  cases  were  dealt  with.  These  flies  appear  to  favour 
houses  with  tiled  roofs  and  dead  flies  are  swept  by  the  bucket- 
full  after  roof  spaces  are  treated  with  an  insecticide. 


MOVEABLE  DWELLINGS 

One  licensed  site  for  two  caravans  at  the  Acre  Iron  Works 
continued  in  use  as  such  during  the  year.  A camping  site  at 
Harewood  Garages,  London  Road,  is  used  occasionally  by  the 
Caravan  Club  Members.  A site  in  Watery  Lane  included  in  land 
purchased  by  the  Council  ceased  to  be  used  as  such.  Individual 
licenses  were  granted  in  respect  of  four  dwellings  for  a period 
of  six  months  and  in  respect  of  one  dwelling  for  twelve  months. 

Two  applications  for  dwelling  licences  were  refused. 

Proceedings . 

Proceedings  were  instituted  in  February  1949  against  the 
Owner  of  Mew  Street  Farm  in  respect  of  fifteen  unlicensed 
dwellings  stationed  thereon.  The  defendent  pleaded  guilty  to 
14  summonses,  one  case  was  withdrawn. 

In  five  cases  where  it  was  found  that  the  dwellings  had 
been  re-let  after  Notice,  the  Justices  imposed  a fine  of  £5 
and  in  the  other  nine  cases  a fine  of  £4  in  each  case,  making 
a total  of  £61.  In  addition  to  the  fines  imposed,  the  Justices 
ordered  that,  in  the  event  of  the  dwellings  which  became  vacant 
on  the  7th  March  1949,  the  date  upon  which  the  Notice  expired, 
being  re-let  between  that  date  and  the  24th  March  1949,  a 
continuing  penalty  of  £2  per  day  would  be  imposed. 

Likewise  if  any  of  the  huts  were  occupied  after  the  24th 
March  1949  a continuing  penalty  of  £2  per  day  in  respect  of  each 
dwelling  would  be  imposed. 

Six  dwellings  were  still  occupied  on  the  13th  March  1949 
but  subsequently  became  vacant  when  further  proceedings  were 
threatened. 

Further  proceedings  were  instituted  in  July  1949  against 
the  above  defendant  in  respect  of  three  unlicensed  moveable 
dwellings  and  also  in  respect  of  the  use  of  unlicensed  land  f "r 
camping  purposes  when  a total  fine  of  £12  was  imposed  with  a 
continuing  penalty  of  £2  per  day  in  each  case. 

Photographs  were  used  in  giving  evidence  in  the  above  cases 
and  pr.'ved  valuable  in  illustrating  the  c :nditi  n of  the  dwellings 
and  also  the  position  of  any  dwelling  on  a particular  date  by 
using  a system  of  numbering  ->n  the  photographs  and  site  plan. 
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Future  Action 

A further  seventeen  dwellings  comprising  tents,  glider 
bodies,  old  bus  bodies  and  gypsy  caravans  remain  to  be  dealt 
with.  These  are  stationed  on  two  sites  at  Springfield,  near 
Enham  Arch,  New  Street,  and  Statutory  action  will  be  taken 
during  1S50  to  clear  this  blot  on  the  landscape  but  a problem 
will  arise  with  the  dispersal  of  the  28  adults  and  19  children 
living  in  these  erections. 

Proposed  Municipal  Site. 

A scheme  to  provide  a caravan  site  on  Corporation  property 
situated  at  the  junction  of  Charlton  Road  and  the  Harroway 
was  eventually  shelved  mainly  because  of  objections  from 
adjoining  owners.  I am  of  the  opinion  that  there  is  a great 
need  for  a Municipal  site  within  the  Borough  and  no  objection 
could  be  raised  to  a properly  planned  and  serviced  site  under 
the  control  of  the  Council . 


SMOKE  ABATEMENT 


The  Health  and  Planning  Committee  gave  considerable 
attention  to  the  question  of  the  nuisance  caused  by  the  emission 
of  grit  and  smoke  from  the  boiler  plants  of  certain  industrial 
establi shments  within  the  Borough.' 

A petition,  signed  by  residents  in  the  vicinity  cf  two 
laundries  and  a dyeing  and  cleaning  w~rks,  complaining  ~f  the 
nuisance  caused  by  grit  from  these  premises,  was  received  by  tic 
Council . 

It  was  obvious  to  the  Health  and  Planning  Committee  that 
no  satisfactory  solution  could  be  formed  without  the  c o-opera+i': 
of  the  industrial  establishments  concerned  and  the  Ministry  of] 
Fuel  and  Power,  and  steps  were  taken  to  arrange  for  a joint 
meeting  to  be  held  for  the  purpose  of  discussing  the  nuisance. 
Two  such  meetings,  which  were  attended  by  the  complaint ants, 
were  held  during  the  year,  and  from  the  points  of  view  expressed 
by  the  representatives,  it  was  clear  that  evc-ry  endeavour  would 
be  made  to  improve  the  conditions  in  order  to  abate  the  nuisance 
One  laundry  has  installed  a grit  arrestor  and  the  nuisance  has 
ceased  in  respect  of  tlis  establishment  and  conditions  have 
considerably  improved  at  other  pla.ces  where  the  fuel  has  been 
changed  and  stoking  methods  improved. 

Complaints  were  also  received  regarding  a nuisance  caused 
by  coke  fumes  from  a cinema  heating  boiler  and  a notice  was 
served  which  should  result  in  the  abatement  of  the  nuisance 
during  1950. 


WATER  SUPPLIES 


Public  Supply 

The  Public  Supply  is  derived  from  the  borehoile  at  the 
Council’s  Smannel  Road  Waterworks,  and  pumped  to  a covered 
reservoir  of  500,000  gallons  capacity  at  Bere  Hill.  The  supply 
is  continuous  and  no  shortage  has  been  experienced  during  the 
year. 


The  Borough  Surveyor,  who  is  the  Council's  Water  Engineer^ 
submits  regular  monthly  samples  to  the  Public  Health  Laboratory! 
Winchester,  for  bacteriological  examination.  These  samples 
are  taken  from  the  borehole,  the  reservoir  and  from  various 
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points  on  the  system  anc.  very  satisfactory  reports  have  been 
received  in  each  case.  The  supply  is  chemically  treated  by 
the  chloramine  process  and  frequent  chlorine  residual  tests 
are  made . 

Proposals  have  been  approved  by  the  Ministry  of  Health  for 
the  development  of  this  source  and  an  additional  borehole  was 
constructed  during  1948„  Further  development  is  held  up  pending 
agreement  with  the  various  water  authorities. 

Further  schemes  have  been  prepared  for  the  extension  of 
mains,  but  the  time  for  proceeding  with  these  is  dependant  upon 
the  economic  situation.  (Ref  Medical  Officer's  Report). 

Private  Supplies. 

A total  of  278  dwelling  houses  within  the  Borough  are  not 
connected  to  the  Public  Supply.  A total  of  31  samples  from 
the  source  of  supply  to  these  houses  were  taken  during  the  year 
and  submitted  for  bacteriological  examination  to  the  Public 
Health  Laboratory,  Winchester, 

There  are  five  privately  owner  piped  supplies  in  the 
Borough  as  follows 

1.  Enham  -Alame  in  Vi  1 1-r  ge  . (Enham  Industries  Ltd.) 

Supplying  12S  houses,  a bakehouse,  and  two  dairy  farms. 

The  source  of  this  supply  is  a deep  bor^.,  about  twenty 
ye  poos  old,  driven  into  the  chalk  beds.  The  depth  is 
approximately  160 ’ and  the  water  level,  though  not  accurately 
known,  is  about  40-45 \ from  the  surface.  The  supply  is 
continuous  and  no  shortage  occurred  during  the  year,  but  the 
absence  of  duplicate  pumps  constitutes  a danger  should  prolonged 
repairs  become  necessary. 

The  supply  is  chlorinated  by  means  of  a Wallace  & Tiernan 
Chlorometer  fitted  in  the  pumphouse.  A total  of  10  samples  were 
taken  for  bacteriological  examination  during  the  year, 
seven  from  the  pump  delivery  at  the  reservoir  and  throe  from 
various  points  on  the  system  all  of  which  proved  satisfactory. 
Chlorine  residual  tests  are  taken  at  frequent  intervals. 

The  Ministry  of  Health  has  approved  a proposal  for  the 
construction  of  mains  connecting  the  town  water  supply  to  this 
village.  The  mains  and  services  forming  part  of  the  prive.te 
supply  will  be  acquired  and  used  and  it  is  hoped  that  work  will 
proceed  during  1950. 

2.  A.  ponting  Esq.,  Andover  Down  Farm. 

Supplying  sixteen  houses  and  one  dairy  farm  at  Andowcr 

Down. 

The  source  of  this  supply  is  a bore  of  200  feet  depth, 
the  water  being  lifted  by  a wind-pump  to  a raised  tank  of  20,000 
gallons  capacity.  The  supply  is  continuous  and  no  shortage 
was  experienced  during  the  year,  but  the  absence  of  duplicate 
pumps  constitutes  a danger  should  prolonged  repairs  became 
necessary. 

Quarterly  samples  of  water  are  taken  from  the  pump  delivery 
and  submitted  for  bacteriological  examined, i on,  all  of  which 
were  reported  upon  a.s  being  satisfactory. 
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3 • C.F,  Hunt  Esq.,  Manor  Farm,  Knights  Enhsm. 

Supplying  nine  houses  and  a farm  at  Kniglts  Enhsm. 

The  source  of  this  supply  is  a hore  of  75’  depth  with 
modern  electrically  driven  pump  and  automatic  pressure  system. 
The  pumps  are  not  in  duplicate  but  no  shortage  occurred  during 
the  year  and  there  is  an  alternative  supply  within  100  yards 
which  supplies  a reservoir  for  farm  purposes  and  two  farm 
cottages . 

Quarterly  samples  were  taken  and  submitted  for 
bacteriological  examination  one  of  which  was  reported  upon  as 
being  slightly  polluted.  This  hamlet  is  on  the  route  to  Enham- 
Alamein  and  provision  has  been  made  to  provide  a main  supply 
when  the  Enham-nlamein  scheme  is  carried  out  during  1S50. 

4.  M archmc nt  & Sons , Char It o n . (Farm  at  Foxcotte). 

Supplying  three  houses  and  a dairy  farm  at  Foxcotte. 

The  source  of  this  supply  is  a shallow  well,,  the  water 
being  rai sed  by  an  electric  pump  tO'  storage  tanks  in  the  roofs 
of  the  houses  and  dairy  farm  builaings.  Four  samples  were 
taken  and  submitted  for  bacteriological  examination  all  of  whic'f 
proved  to  be  unsatisfactory  and  the  necessary  notices  served 
during  1948  regarding  the  treatment  of  the  water  before  being 
used  for  drinking  and  dairy  purposes  are  still  observed.  In 
view  of  the  unsatisfactory  supply,  agreement  was  reached  with 
the  Agricultural  Executive  Committee  for  the  provision  of  a 
main  supply,  and  this  will  be  available  during  1950. 

3 • Burfoot  & Love-ridge,  Woodhouse. 

Supplying  three  houses  and  a bakehouse  at  Woodhouse. 

The  source  of  this  supply  'is  a bore  of  150*  depth,  the 
watc-r  being  raised  by  an  electrically  driven  pump  with  automatic 
switchgear  to  a storage  tank.  Quarterly  samples  were  submitted 
for  bacteriological  examination  all  of  which  were  reported  upon 
as  being  very  satisfactory. 

Shallow  Wells  and  Bores. 

A total  of  119  dwelling  houses  within  the  Borough  derive  a 
supply  of  water  for  domestic  purposes  fr  mu  shallow  wells  and 
bores,  the  water  being  raised  by  means  of  bucket  and  wind?. ass 
in  most  cases  and  by  hand  pumping  in  the  remainder.  The 
structure  of  wells  is  generally  of  a low  standard  and  in  some 
cases  dangerous,  but  it  is  difficult  to  deal  with  danger  under 
existing  legislation  unless  the  water  in  the  well  is  polluted 
and  an  amendment  to  the  Public  Health  Act  to  cover  this  matter 
is  long  overdue. 


Eleven  samples  of  water  were  token  as  the  result  of 
complaints  and  submitted  for  bacteriological  examination.  rive 
of  these  samples  taken  from  the  new  bore  at  1 and  2,  Shepherds 
Spring  proved  the  water  to  be  polluted  and  prolonged  pumping  was 
carried  out,  after  which  further  samples  produced  satisfactory 
reports. 

An  extension  of  the  main  was  carried  out  to  supply  the 
five  cottages  at  the  northern  end  of  Pickett  Twenty  taking  water 
from  the  polluted  well  mentioned  in  my  report  for  1948,  Four 
cottages  were  connected,  to  this  extension  and  negotiations  wore 
proceeding  at  the  end.  of  the  year  with  a view  to  connecting 
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the  remaining  house.  A further  extensi  -n  f the  main  to  serve 
the  southern  end  'f  Pickett  Twenty  is  an  urgent  matter  and 
negotiati  :ns  are  in  prcgrc-ss  in  an  endeav,ur  t obtain  the 
necessary  contributions  from  the  various  Owners.  There  are  ten 
properties  in  this  area,  two  :f  which  are  without  a suddIv  ~f 
water.  1 J v 


Supplies  t:  Dairies  and  Dairy  Farms. 

Of  the  eighteen  premises  used  in  connect i n with  the 


product i n,  processing  and  distribution  of  milk,  tw 


connected  t 
as  follows: 


•J  c 


the  public  mains  and  the  remainder  are  supplied 


3 Producers 
2 Pr  oducers 
1 Pr  )duc  er 
1 Producer 
1 Pasteurising 
Plant 


- Individual  piped 


- Private 


"PI 


)lies  from  bores 


piped  supply  - ref.  para. 


- Private  piped  supply  - ref.  par: 

- Private  piped  supply  - ref. 


para . 


1 ab'-ve. 

2 nb-ve. 
4 r.b  :vc. 


- Individual  piped  supply  from  bore. 


.Eight  samples  of  water  were  submitted  for  bacteriological 
examination  from  the  individual  and  private  piped  supplies,  all 
of  which  were  reported  upon  as  very  satisfactory  excepting  in 
the  case  of  A.  Marchment  and  Sons,  Charlton.  (Ref.  rara0°4 
db  ov  e j o 

After  October  1st.  1949,  the  duty  of  ensuring  that  dairy 
farm  premises  are  provided  with  a supply  of  water  suitable  and 
sun ic lent  for  the  requirements  of  the  Milk  and  Dairies 
Regulations  will  pass  to  the  Ministry  of  Agriculture  and 
Fisheries.  This  is  to  be  regretted  but  cc -ope ration  with  the 
C-uncil  will  be  necessary  particularly  where  dwelling  h uses 
a.re  supplied  from  the  same  source. 


SY/IIVMIhG  POOLS  .HID  HOT  BATHS 

Borough  Swi mmi ng  P . ; 1 . 

Thu  Borough  Swimming  Pool,  opened  in  1937  and  situ at. 


the  Walled  Mead  w 
from  3 feet  at  the 
pa  1 is  in  charge 
wife,  Mr.  and  Mrs. 
a.nd  is  in  constant 
at  t e nda.nt  s -re  a Is 
maintained. 


d in 


is  75 f eet  by  30  feet  wrido.  The  depth  va.ries 
_ sha 11  w e nd  t o 8 f e ct  r t the  do  ope  st . T ho 

'f  a fully  qualified  superint undent  and  his 
hughuS.  Mrs.  Hughes  is  a qualified  nurse 


attendance  during  the  season. 


Tw 


employed  and  hygienic  c 'naiti  :ns  are  well 


is  given  to  the  purity  of  the  writer  which 

, 0 nA™  circulating  at  the  rate  of  13,800  gallons  nor 

c-rrh?-ntr|dMn<i  c512ria"teC*  Chlorine  resiclu'l  testslar. 
Department tt'  fl’?qu?nt  scnples  taken  by  the  Health 
PptAto  n APM  0 Swimmins  season  all  pr-yed  sr.tisfr.ct try 
? fgple-s  are  posted  on  the  n tico  board  at  the 
r 1 ”n'  -ro  n tecl-  with  interest  by  the  public. 


du  e 


in  whicMthe^oof-'^  F'nd  MS  Wife  f:'r  tbe  very  cxAllant  manner 

sMrlHL  il  •mr-n?fOdO-na  1 ™ indebted  to  them  for 

- ^±yinS  the  f 11  wing  statistics  for  the  year:- 


Bathers 

iidult  spec  tat  ors 

Sch  ole hilar on  spectators 

Hot  baths  Patrons 


- 36,557 

- 2,939 

- 1,506 

- 1,314 


Total  - 42,3 66 
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Andover  Gramme. r Sch;:l  Pool, 

This  pool,  used  by  scholars  and  Old  Boys  is  under  the 
control  of  the  County  Education  Authority  and  has  a capacity  os 
63,000  .gallons.  Mechanical  circulation,  filtration  and 
chlorination  is  not  installed.  The  wat e r is  changed  every 
three  or  four  weeks  according  to  weather  conditions  and  use  of  I 
the  pool.  The  underwriter  surfaces  are  cleaned  by  special 
cleaning  equipment  to  prevent  growth  of  algae. 

The  water  is  chlorinated  by  hand  dosing  at  the  rate  of  § 
to  1 gallon  per  day  according  to  the  use  of  the  pool  and  is 
supervised  by  a master,  Mr.  H.C.  Phillips,  who  is  responsible 
for  the  chemical  treatment.  The  County  Education  Authority 
have  not  yet  taken  steps  to  ensure  that  a proper  filtration 
and  chlorination  plant  is  installed  comparable  with  the 
■Municipal  Installation.  Regular  samples  are  taken  by  the 
Health  Department  during  the  swimming  season  and  all  except 
one  proved  to  be  satisfactory. 

Private  Swimming  Pools. 

There  are  three  pools  in  use  within  the  Borough  construct! 
in  the  grounds  of  private  dwelling  houses  and  used  solely  by 
the  occupants  and  their  friends. 

These  pools  are  filled  from  the  public  mains  and  chlorinat 
is  by  hand  dosing. 


WATERCRESS  BEDS 

Watercress  growing  is  looked  upon  as  one  of  the  industries 
of  Andover  and  a fair  number  of  persons  of  both  sexes  find 
employment  in  its  various  branches. 

The  groups  of  beds  in  the  Borough  of  Andover  cover  an  arec. 
of  approximately  12  acres  and  the  produce  finds  its  way  to  most 
of  the  large  markets  by  rail  and  road. 

The  wter  supply  is  favourable  for  watercress  growing  a.nd 
its  derived  from  artesian  bores  and  nature  1 springs. 

Regular  inspections  of  watercress  beds  are  made  to  ensure 
that  they  are  properly  protected  from  pollution  and  samples  of 
water  taken  and  submitted  for  bacteriological  examinati  n.  Th 

standard  of  purity  of  the  water  should  n't  be  less  than  that 
drinking  water. 

Thirteen  samples  of  water  were  taken  from  watercress  beds 
during  the  year. 

Unsatisfactory  reports  were  received  on  samples  taken  from 
the  spring  feeding  a bed  situated  near  the  Charlton  Road 
railway  arch  and  some  railway  cottages. 

In  view  of  the  evidence  of  faecal  contamination,  all 
drains  in  the  area  were  tested,  also  the  sewer  in  the  Charlton 
Read  was  tested  on  two  occasions  and  these  were  ruled  out  as 
being  the  source  cf  the  contamination. 

A coloured  water  test  was  applied  to  the  surface  water 
drain. taking  water  from  two  gullies  under  the  railway  arch  and 
discharging  to  a sump  and  land  drains  on  property  situated  on 
the  south  side  of  the  railway  embankment.  The  colour  appeared 
in  the  spring  water  within  30  minutes  of  applying  the  test  in 
which  case  it  was  reasonable  to  assume  that  this  drain  was  the 
cause  of  the  pollution. 


-13- 


In  view  of  this  no  further  samples  of  water  wore  taken  .and 
no  useful  purpose  could  be  served  by  so  doing  until  the  surface 
water  drains  are  diverted.  This  matter  was  receiving  the 

attention  of  the  Highways  and  Works  Committee  at  the  end  of 
the  year  also  the  County  Council  wh  are  the  Highway  Authority 
in  this  case. 


Meanwhile  the  watercress  grower  is  co-operating  with  the 
Council  by  not  marketing  cress  from  these  beds,  which  is  a 
satisfactory  position  from  a public  health  point  of  view,  but 
it  is  difficult  to  say  whether  this  c uld  be  enforced  under 
existing  legislation. 


There  is  urgent  need  for  a legal 
water  supplying  watercress  beds,  also 
wording  "preparation  of  food  or  drink 
Section  140  of  the  Public  Health  Act, 
food  grown  and  washed  in  water. 


standard  of  purity  for 
an  interpretation  of  the 
for  human  consumption"  in 
1936  9 so  as  to  include 


MILK  SUPPLY 

There  are  fourteen  registered  producers  of  milk  within  the 
Borough,  four  of  whom  are  also  engaged  in  retail  distribution. 
Of  these  producers,  six  are  licensed  to  produce  Accredited 
milk  and  four  to  produce  Tuberculin  Tested  milk.  In  one  case 
the  producer  bottles  Tuberculin  Tested  milk  on  the  farm.  In 
addition  two  firms  are  engaged  solely  in  retail  distribution 
and  two  process  and  distribute  pasteurised  milk  only. 


The  position  regarding  the  production  of  milk  generally 
within  the  Borough  can  be  considered  satisfact  ry  except  in  one 
case  whc-rc-  the  necessary  steps  are  being  taken  to  onf  rce  the 
pr-visi "ns  of  the  Milk  and  Dairies  Order.  Fortunately, 
except  in  one  case  where  a few  gallons  are  sold  retail,  all  the 
ungraded  milk  is  collected  for  pasteurisation. 

It  is  satisfactory  to  record  that  there  are  only  three 
farms  within  the  B^r-ugh  producing  Ungraded  milk. 


Milk  (Special  Designation)  Regulations,  1936-46 

The  following  Licences  were  granted  under  the  pr-visi  ns 
"f  the  above  Regulations  for  the  year  ending  31st.  December  1949 


Dea.lers  Licensed  to  sell  bottled  Tuberculin  Tested  Milk  - 1 
Dealers  Licensed  to  sell  Tuberculin  Tested  Milk  - 3 
Pasteuriser's  Licences: - 

High  Temperature  Short  Time  Process  - 2 
Pasteurising  Plants 


B:th  plants  are  modern  installations,  one  being  an  A.P.V. 
200  gall. ns  per  h ur  capacity  H.T.3.T.  plant  and  the  other  being 
a Graham  Enoch  440  gallons  per  hr  ur  capacity  H.T.S.T.  plant 
installed  during  1946.  Over  one  thousand  gallons  of  milk  are 
pr -cessed  daily  in  thesw  plants  which  represents  65%  of  the 
milk  c nsumed  in  the  Borough.  One  retailor  has  commenced  the 
erection  :f  a new  dairy  for  a pasteurising  plant  which  should 
be  completed  by  March  1950. 

XftgJ  ilk  (Special  Designation) (Pasteurised  and  Sterilised  Milk) 
Regulations  1949 . 
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special  designation  "Sterilised  Milk". 

The  County  Council  is  now  the  Authority  for  issuing 
licences  to  use  the  Special  Designations  "Pasteurised"  or 
"Sterilised"  in  rela.tion  to  milk  processed  on  the  premises  of 
the  applicant.  Other  licences  under  the  Regulations  are  still 
issued  by  the  Bor  ugh  Council. 

The  County  Council  gave  consideration  to  this  matter  and 
agreed  that  the  functions  of  the  County  Council  could  best  r.nd 
most  economically  be  performed  by  the  Borough  Council  who  w uld 
furnish  the  rep  rts  necessary  to  deal  with  the  applications. 

The  Borough  Council  agreed  to  act  on  behalf  of  the  C ~unty 
Council  in  this  matter  and  the  necessary  rep. rts  were  furnished 
in  respect  of  the  two  pasteurising  plants  situated  within  the 
Borough. 

The  Milk  and  Dairies  Regulations,  1549. 

The  Milk  (Special  Designation) (Raw  Milk)  Regulations,  1949 . 

These  Regulations  came  into  force  on  the  1st.  October  1949* 
The  Milk  and  Dairies  Regulations  re-enact  with  amendments  the 
previous  Milk  and  Dairies  Regule.ti  ns  and  deal  with  the 
registration  of  dairy  farms  and  dairy  farmers,  buildings  and 
water  supplies  and  the  treatment,  handling,  and  storage  of  milk, 
and  also  contain  provisions  with  regard  to  the  infection  of 
milk  etc. 

The  Ministry  of  Agriculture  and  Fisheries  take  over  certain 
duties  from  the  District  Councils,  particularly  the  registration 
of  dairy  farms  end  dairy  farmers. 

The  Borough  Council  will  in  future  be  concerned  chiefly 
with  the  distribution  of  milk  and  the  inspection  of  premises 
other  than  dairy  farms . 

The  Milk  (Special  Designation) (Raw  Milk)  Regulations,  1941  , 
authorises  the  use  of  the  special  designations  "Accredited"  and 
"Tuberculin  Tested"  as  previously.  The  use  of  the  designation 
"Accredited"  is,  however,  limited  to  5 years,  i.e.  until  1st. 
October  1954.  Local  Authorities  remain  responsible  for  the 
granting  of  dealers’  licences  and  supplementary  licences  under 
the  Regulations. 

Ministry  of  Food  Circulars  M.F.  14/49  and  M.F.  15/49. 

I consider  it  is  opportune  to  refer  to  paragraphs  four  and 
eleven  respectively  of  these  circulars  and  particularly  to  the 
following  sentence  or  similar  sentence  in  each  case:- 

II  He  (the  Minister)  understands  that  it  is  the  general 
practice  for  the  day-to-day  responsibility  for  the  execution  and 
enforcement  of  Milk  (Special  Designation)  Regulat i ;ns  and  Milk 
and  Dairy  Regulations  to  be  entrusted  to  the  Public  Health 
Committee  of  the  authority  and  f^r  such  Committees  to  act  up  n 
the  advice  of  and  after  consultation  with  the  Medical  Officer  if 
Health." 

In  my  opinion  this  shows  a complete  lack  of  understanding  by 
the  Officers  of  the  Ministry  of  Food  of  the  day-to-day  work  of 
the  Officers  of  Local  Authorities  generally  in  giving  such  advice 
to  the  Minister.  Fortunately  in  Andover  complete  co-cperati  n 
exists  between  the  Medical  Officer  of  Health  and  the  Sanitary 
Inspector’s  Department  and  the  terra  "general  direction"  is 
unknown. 
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The  Health  and  Planning  Committee  of'  my  Council  look  to 
the  Medical  Officer  for  advice  on  all  medical  matters  and  t ' 
the  Sanitary  Inspect :r  for  advice  on  o.ll  matt ers  appertaining 
to  environmental  hygiene  and  the  execution  and  enforcement  of 
all  Regulati  :ns  dealing  with  milk. 


MILK  SilviPLING 


Tuberculin  Tested  and  accredit  eel  Milk, 

Fourteen  samples  of  bottled  Tuberculin  Tested  milk  a.nd 
eight  samples  of  accredited  milk  from  churns  were  taken  for 
bacteriological  examination  during  the  year.  Two  samples  of 
Accredited  milk  failed  to  comply  and  the  necessary  inf  rnati  n 
was  passed  to  the  County  Dairy  Instructress.  ^11  samples  of 
Tuberculin  Tested  milk  satisfied  the  official  test. 

Eleven  samples  were  taken  and  subjected  to  the  Guinea  Pig 
Test  for  the  presence  of  Tubercle  Bacilli  all  cf  which  gave  a 
negative  result. 

Pasteurised  Milk 


A total  of  one  hundred  and  eleven  samples  were  taken  from 
both  plants  during  the  year  all  of  which  satisfied  both  the 
Phosphatase  and  Methylene  Blue  tests  except  one  sample  which 
failed  the  methylene  blue  test. 

Ungraded  Milk 

There  is  no  bacteriological  standard  for  Ungraded  Milk 
but  ten  samples  were  taken  for  the  Methylene  Blue  Test  and  for 
the  presence  of  coliform  bacilli  as  a check  on  the  methods  of 
production.  Nine  samples  were  taken  during  the  year  and 
subjected  to  the  Guinea  Pig  Test  for  the  presence  of  tubercle- 
bacilli  all  of  which  gave  a negative  result.  Three  samples 
failed  to  satisfy  the  Methylene  Blue  Test  and  the  necessary 
inspections  and  following  up  procedure  was  carried  out  in  these 
cases . 


MILK  BOTTLE  CLEANSING 

One  hundred  and  twenty  bottles  were  taken  during  the  year 
for  bacteriological  examination,  one  hundred  of  wrhich  proved 
satisfactory  and  twenty  unsatisfactory.  In  the  case  of  un- 
satisfactory results  the  method  of  cleansing  is  checked  and 
advice  given.  Bad  results  are  generally  found  to  be  due  to  the 
use  of  detergents  at  insufficient  strength  and  temperature,  and 
failure,  in  the  case  of  hand-washi ng, tc  give  a.  final  rinse  in 
running  water  of  a.  good  ba.ct eriological  standard. 

Ho  official  bacteriological  standard  exists  for  milk 
containers  but  the  provisional  classification  suggested  by  the 
Director  of  the  Public  Health  Laboratory  at  Winchester  is 
rec  gnised. 

- provisional  classificat i on  for  milk  bottles  is  as 

foil  cw s : - 

Mean  B^ttle  Cunt,  reckoned  as  per  pint  battle. 


N. t more  than  600  - Sat  is fact ory 

Over  600  but  less  than  2,000  - Fairly  satisfactory 

Over  2,000  - Unseat isfact -ry . 
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I repeat  the  observations  made  in  my  1943  report  that 
having  regard  to  the  varying  provisional  clossificati  .ns  for 
milk  containers  suggested  by  numerous  authorities  and 
organisations  throughout  the  country,  it  would  appear  that  the 
time  is  opportune  for  invest igat ion  by  the  Government  Departments 
concerned  with  a view  to  the  adoption  of  an  official  standard. 


Manufacture  and  Sale of  Ice-cream 

The  manufacture,  storage  and  sale  of  ice-cream  is  controlled 
by  the  Registration  of  premises  under  Section  14  of  the  Food  & 
Drugs  Act,  1938  and  also  by  the  provisions  of  the  Ice-cream 
(Heat  Treatment  etc.)  Regulations,  1947,  and  deals  with  heat 
treatment,  cooling  and  storage  and  the  protection  of  the  ice- 
cream from  contamination. 

Four  premises  within  the  Borough  are  registered  under  the. 
Food  and  Drugs  Act,  1938  for  the  manufacture  of  ice-cream. 

Thirty  premises  are  registered  for  the  storage  and  sale  of 
ice-cream  and  in  addition  tc  the  ice-cream  manufactured  within 
the  Borough  the  product  of  no  fewer  than  ten  factories  situated 
outside  the  Borough  is  sold  on  these  premises.  Ice-cream  is 
also  being  sold  at  most  restaurants,  cinemas  and  canteens, 
which  premises  do  not  require  to  be  registered  under  the 
provisions  of  the  Act.  The  temperature  of  ice-cream  offered 
for  sale  in  cinemas  needs  to  be  watched  especially  where  trays 
are  used.  An  insulated  container  using  dry-ice  seems  to  be 
the  answer. 

Frequent  inspections  are  made  of  all  premises,  whether 
registered  or  not,  in  order  to  ascertain  that  hygienic  conditions 
are  maintained  and  the  legal  requirements  as  to  temperatures 
are  observed. 

Notices  reminding  persons  to  keep  their  hands  clean  and 
particularly  to  always  wash  their  hands  after  using  the 
sanitary  conveniences,  are  posted  in  suitable  positions  on  all 
premises . 

There  is  no  legal  standard  laid  down  as  respects  the 
bacteriological,  purity  of  ice-cream  and  the  Minister  of  Health 
in  a circular  dated  18th  April  1947  stated  that  he  was  still 
not  satisfied  that  there  is  any  test,  the  reliability  of  which 
is  sufficiently  established  to  justify  its  use  as  a statutory 
test,  but  drew  attention  to  a form  of  methylene  blue  reduction 
test  adapted  for  testing  ice-cream  and  used  as  a basis  for 
defining  four  grades  of  bacteriological  cleanliness.  It  was 
suggested  that  if,  out  of  the  four  grades  recommended,  ice-cream 
consistantly  fails  to  reach  grades  one  and  two,  it  would  be 
reasonable  to  regard  this  as  indicating  defects  of  manufacture 
or  of  handling  which  call  for  further  investigation. 

One  hundred  and  thirty  two  samples  of  ice-cream  were 
submitted  for  bacteriological  examinati  jn  by  the  methylene  blue 
reduction  test  at  the  Public  Health  Laboratory,  Winchester, 
with  the  result  that:- 

109  samples  were  placed  in  Provisional  Gre.de  1. 

13  samples  were  placed  in  Provisional  Grade  2. 

5 samples  were  placed  in  Provisional  Grade  3. 

5 samples  were  placed  in  Pr~visi ona.l  Grade  4 

It  can  be  said  that  the  test  still  proves  to  be  very  useful 
and  improvements  have  resulted  from  advisory  work  on  premises 
where  samples  ta.ken  have  failed  to  reach  Grade  1 and  2, 
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The  Preparation  or  Manufacture  of  Sausages  or  potted, 

•pressed,  pickled  or  preserved  vood. 

Control  of  premises  used  for  the  above  purposes  is  by 
Registration  under  -Section  14  of  the  Food  and  Drugs  Act,  1938, 
and  also  by  Parts  V and  VI  of  the  Public  Health  (Meat) 

Regulations,  1924. 

A tota.l  of  16  premises  in  the  Borough  are  Registered  under 
the  Act,  including  11  for  the  manufacture  of  sausages,  two  for 
the  manufacture  of  pies,  two  for  fish  frying  and  one  for  the 
manufacture  of  pickles. 

Frequent  visits  are  made  to  these  premises  and  improvements 
have  been  carried  out  at  four  premises  as  the  result  of  advice 
given. 

Notices  reminding  persons  to  keep  their  hands  clean  and 
particularly  to  always  wash  their  hands  after  using  a sanitary 
convenience,  are  posted  in  suitable  positions  on  all  premises. 

Market  Stalls  and  Street  Food  Traders. 

The  market  was  temporarily  removed  under  emergency 
regulations  in  1938  to  the  Borough  Market,  Bridge  Street,  and 
during  1948  the  appropriate  Committees  of  the  Council  gave 
consideration  to  its  restoration  in  the  High  Street  and 
opportunity  was  then  taken  to  submit  a report  to  the  Heo.lt h and 
Planning  Committee  dealing  with  the  public  health  aspect.  It 
was  realised  that  owing  to  restriction  and  rationing,  very 
few  stalls,  if  any,  would  be  used  for  the  sale  of  foodstuffs, 
other  than  fruit  and  greengrocery  and  no  apology  is  made  for 
including  the  following  points  which  were  stressed  in  my  1948 
report : - 

"Sanitary  Officers  are  opposed  to  the  sale  of  food- 
stuffs from  stalls  erected  in  a public  thoroughfare. 
Unprotected  foodstuff  are  exposed  to  flies,  dust,  and 
fumes  from  motor  vehicles  and  the  exhalations  of  the  crowds 
of  people  attracted  to  an  open  market. 

Fruit  and  greengroceries  are  often  exposed  for  sale 
in  such  positions  that  they  are  accessible  to  dogs  and  liable 
to  contamination  from  filth  off  the  roads  and  the  footwear 
of  passers. 

Owing  to  exposure  to  iun  and  wind  foodstuffs  rapidly 
loose  freshness  and  food  value.  Meat  and  bacon  offend  the 
eye  and  probably  the  stoma.ch  after  a few  hours  exposure  on 
an  open  market  stall. 

Personal  cleanliness  on  the  part  of  the  stallholder 
is  difficult  if  net  impossible  and  often  comprises  »a  dip 
into  a.  pail  containing  turbid  water  followed  by  a hasty 
drying  on  a soiled  towel. 

While  meat  exposure  is  regulated  to  some  degrees, 
other  foods  may,  with  impunity,  be  exp;sed  for  said-  in  an.Y 
position  from  almost  any  kind  of  erection.  Food  Jfor 
human  consumption  at  least  merits  clean  handling  and  a 
wholesome  environment. 

Proper  bye-laws  based  on  the  Ministry  of  Health  Model 
should  be  adopted  and  in  addition  the  following  minimum 
conditions  taken  into  consideration:- 
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(i)  An  adequate  supply  cf  water  conveniently 

accessible  to  each  stallholder  (compliance  with 
bye-laws  as  to  cleanliness  would  then  be  more 
easily  affected) . 

( i I ) A sufficient  number  of  suitable  and  conveniently 
placed  sanitary  conveniences  and  washing 
facilities.  (An  cbvious  noc-d  and  a Statutory 
requirement  under  the  Sh ops  Acts). 

(iii)  A satisfactory  system  for  the  temporary  storage 
of  refuse  and  its  frequent  removal. 

(iv)  Stalls  should  be  cf  a standard  type  constructed 
cf  metal  and  provided  by  the  Council.  (This 
would  prevent  undesirable  erections  which  are 
often  difficult  to  maintain  in  a sanitary 
c onditi on) 

This  report  was  accepted  by  the  Health  and  Planning 
Committee  but  unfortunately  was  not  fully  considered  by  the 
Committee  controlling  the  market . Despite  much  opposition  the 
market  was  restored  in  the  High  Street  during  1948. 

With  the  exception  of  meat  stalls  (which  do  not  exist  at 
present)  and  meat  vehicles  it  is  to  be  regretted  that  from 
the  public  health  point  of  view  there  is  no  really  effective 
control  of  street  f'od  traders  and  the  vehicles  they  use. 

The  Council  agreed  to  make  Bye-laws  with  respect  to  the 
handling,  wrapping,  etc.,  of  food,  and  the  sale  of  food  in  the 
open  air  and  to  adopt  the  Model  Byelaws  revised  by  the  Ministry 
of  Food  and  issued  in  October  1949,  Confirmation  of  these 
Bye-lav/s  is  expected  at  an  early  date  in  1950. 


CLEAN  FOOD  CAMPAIGN 

No  special  campaign  has  been  undertaken  in  this  respect 
but  particular  attention  has  been  paid  to  manufacturing  premises 
and  the  display  and  handling  of  cooked  food.  Notices 
reminding  persons  to  keep  their  ha.nds  clean  and  particularly 
to  always  wash  their  hands  after  using  a sanitary  convenience 
are  posted  in  suitable  positions  on  all  premises. 

An  opportunity  of  addressing  the  Executive  Committee  of  the 
Andover  Chamber  of  Trade  was  afforded  me  in  April  when  the 
formation  of  a Hygiene  Food  Traders  Guild  was  discussed.  The 
Executive  Committee  locked  with  favour  on  the  project  but 
considered  the  scheme  should  be  sponsored  by  the  Council,  and  a 
deadlock  ensued  when  the  Council  subsequently  took  the  opposite 
view. 


Proper  and  frequent  inspections  of  food  premises  and  a 
direct  approach  to  the  food  handler  is  the  real  answer  to  the 
problems.  The  adoption  of  the  Model  Bye-laws  referred  to  above 
will  help  considerably  in  the  campaign  to  improve  hygienic 
conditions  in  the  food  trades  but  some  difficulty  will  be 
encountered  in  towns  such  as  Andover  where  the  sale  of  fccdstuffs 
in  an  open  market  is  permitted  and  encouraged. 

Local  Authorities  should  provide  adequate  washing  facilities 
free  of  charge  at  all  public  conveniences  o.nd  encourage  the 
public  and  persons  engaged  in  delivering  foodstuffs  to  use  the 
facilities. 
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MEAT  AND  FOOD  INSPECTION 


Home  Killed  Meat 


Slaughtering  continued  t o be  carried  cut. .at  the  Andover 
Co-Operative  Society  slaughterhouse,  Southend  Road,  which  is 
requisitioned  by  the  Ministry  of  Food  f.r  the  purpose  of 
slaughtering  animals  f r human  consumption  to  serve  the  needs 
cf  the  Borough  and  parts  cf  the  Andover,  Whitchurch  and  Kings- 
clere  Rural  Districts.  Cattle  for  the  Bor  ugh  f Basingstrke 
are  also  slaughtered  on  these  premises. 

The  slaughterhouse  is  of  good  c nstructi  on  and  well 
maintained  and  an  improvement  was  carried  out  at  the  end  f the 
year  by  the  provision  'f  a double  beef  hanging  rail  which  will 
allow  for  better  cooling  f carcases  and  relieve  the  overcrowding 
at  peak  killing  periods,  also  greatly  facilitate  the  w^rk  of 
inspection.  Sides  of  beef  are  now  being  hung  side  by  sid^  on 
separate  rails  instead  ,'f  being  packed  close  together  on  ne 
rail  as  previ  usly.  Ventilation  needs  impr  ving  and  thc- 
Ministry  of  Food  have  agreed  to  give  this  attention  during  1950. 

A new  mess  room  f^r  slaughtermen  and  proper  washing 
facilities  have  also  been  provided  and  subject  to  slaughtering 
times  being  properly  regulated,  conditions  are  reasonably  good 
for  a small  slaughterhouse. 

The  Officials  of  the  Ministry  of  Food  and  the  Slaughtering 
Contractor  and  Staff  continued  to  co-operate  fully  with  the 
Sanitary  Inspectors  of  the  Council  carrying  out  the  duties  of 
Meat  Inspection  and  I wish  to  record  my  appreciation  of  this 
co-operation. 

100%  inspection  of  all  animals  slaughtered  was  carried  out 
and  this  entailed  372  visits  and  working  over  200  hours  beyond 
normal  during  the  year,  apart  from  Sunday  slaughtering  during 

peak  periods. 

A total  of  4,697  animals  were  slaughtered  during  the  year 
and  a total  of  28  Tons.  11  cwts.  65*>-  lbs.  of  meat  and  organs 
were  condemned  as  unfit  for  human  consumption.  These  figures 
show  a considerable  increase  on  those  for  1948. 

The  following  tables  give  details  of  the  carcases  in&pocted 
t.nc.  c ndemned  ana  the  weight  of  meat  and  'rgans  condemned.:-*' 


Carcases  Inspected  and  Condemned 


j Cattle 

excluding 
Cows 

i ! 

Cows 

i 

| 

.Sheep  j 
Calves  | and  C 

Lambs  1 

Pigs 

! 

1 

Number  killed  (if  knovrn) 

- - 

1001 

| 904 

| 

169  1 

i 

f 

2523 

100 

Number  inspected 

♦ 

- 1 - - ...  - 

1001 

904 

169 

2523 

100 

A.11  diseases  except 
Tubercu losis 

Whole  carcases  condemned 

Carcases  of  which  some 
part  or  organ  was 
condemned 

Percentage  of  the  number 
inspected  affected  with 
diseases  other  thanT.B. 

i 

[Tuberculosis  only 
{//hole  carcases  condemned 

l 

i 

Carcases  of  which  some 
part  or  organ  was 
condemned 

Percentage  of  the  number 
[inspected  affected  with 
[Tubercu  losis 

2 

9 

2 

5 

j 

8 

l 

1 

i 

i 

434 

573 

32 

853 

1 

40 

i 

i 

1 

43.5% 

64.6% 

1 

19.3% 

33.96% 

j 

48.5%  j 

i 

6 

13 

2 

1 

58 

212 

1 

- 

3 

1 

6.2% 

25.6% 

.48% 

j 



i 

1 

i 

| 4.57% 

1 ... 

Weight  of  Meat  and  Organs  Condemned 

Tuberculosis 
cwts.  qrs.  lbs. 



Other 
cwts . 

diseases 

qrs.  lbs. 

i 

Carcases  and  parts 

104  o 

6 

66 . 

24 

of  carcases 

Organs 

158. 

3 '2* 

233. 

-- 

6 

j 

TOTALS 

262. 

9g-  lbs . 

299. 

I 

1 

l 

1 2 i 

j 

Total  Weight:-  28  Tons. 

lewt . 95*}-lbs. 

Meat  and  Offal  condemned  on  Butchers'  Premises, 


Four  hundred  and  two  pounds  of  imported  beef  and  two 
hundred  and  forty  pounds  of  Home  Killed  Meat  was  condemned  as 
unfit  for  human  consumption  on  butchers’  premises  by  reason  of 
bone  taint,  also  llg-  lbs.  of  imp  rted  ox  livers  by  reason  of 
dec  ompositi  m. 


-21- 


Corned  Beef 


Three  hundred  and  seventy-nine  .and  a half  pounds  of 
imported  canned  corned  beef  was  condemned  as  unfit  fcr  human 
consumption  on  butchers'  premises  and  at  the  Ministry  of  Food 
distribution  centre. 


The  disp  sal  of  condemned  home  killed  meat,  imported  meat 
and  corned  beef  is  dealt  with  by  the  Ministry  of  Food.  Meat 
and  offal  is  regularly  collected  by  contra ctors  and  removed  fir 
proper  treatment  in  steam  digesters  or  concentrating  plants. 

Other  Foods. 

Condemration  certificates  were  issued  in  respect  of  the 
following  food  voluntarily  surrendered  by  private  traders: - 


Weight  in  lbs. 

Fish 

404-2-  lbs. 

Meat  pies 

- 

66  lbs. 

Brawn 

- 

10  lbs. 

Fruit  cake 

- 

28  lbs. 

Sultanas 

- 

28  lbs  . 

Tomatoes 

- 

79  lbs. 

Bones 

- 

73  lbs . 

Cheese 

- 

15  lbs . 

Bist  o 

- 

5 lbs. 

Bacon 

- 

2-g  lbs . 

Syrup 

- 

2’*  lbs. 

Sausages 

- 

2lJ  lbs. 

Swe  et  s 

- 

41  lbs . 

Number  of  ca 

ns 

Milk 

289 

Meat 

- 

65 

Fish 

- 

87 

Fruit 

- 

123 

Vegetables 

- 

159 

Soup 

- 

115 

Fruit  juice 

- 

15 

Preserves 

- 

24 

Sundry  other 

f 

o odstuffs 

of  poultry. 
Cysticercus  Bovis 


Total  weight  - 775§  lbs. 

Total  number  of  cans  - 877 
re  condemned  including  64  head 


100%  inspection  of  beef  carcases  and  offal  fcr  the 
detection  of  lesi-ns  is  carried  out  and  thirty-seven  cases 
discovered  during  the  year. 

_ Cysticercus  B:vis  is  the  cystic  stage  of  the  tapeworm 
Taenia  Saginata  in  man  and  was  considered  rare  in  this  country 
until  reports  of  ca.ses  were  received  during  1948. 

Affected  carcases  .and  offal  are  removed  to  Southampton  for 
c -Id  storage  fcr  a period  of  21  days  at  a temperature  not 
exceeding  20°F . after  which  the  meat  is  released  for  manufacturing 
purposes . 


H I 
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The  following  table  gives  details  of  the  animals  affected: - 


Class  of  animals 

Steers 

Heifers 

Cows 

i 

Total 

14 

7 

16 

37 

Percentage  of  the 

total  number 

of  animals 

slaughtered 

in  each  class. 

Steers 

Heifers 

Cows 

. 

3.4% 

1.2% 

1 .6% 

Percentage  of  the 

total  number 

of  all  animals 

slaughtered 

2.2% 

The  forecast  rrrde  in  last  year's  report , that  Cysticercus 
Bovis  infestation  of  cattle  is  on  the  increase  in  this  country 
has  proved  correct  and  although  the  fullest  p ssible  informat i n 
is  obtained  regarding  all  animals  affected  and  forwarded  to  the 
Authorities  concerned  there  appears  to  be  very  little  field 
work  carried  out  on  the  Medical  side  in  attempting  to  trace 
human  beings  harbouring  the  tapeworm  with  a view  to  preventing 
the  spread  of  Cystic  infestati  n. 

GENERAL 

Every  case  of  generalised  tuberculosis  in  cattle,  congenital 
tuberculosis  in  calves  and  cystic  infestati  n in  all  classes  of 
animals  is  rep  rted  t the  Medical  Officer  and  the  Divisi  nal 
Veterinary  Officer  of  the  County  concerned.  Twenty  cases  of 
generalised  tuberculosis  wert  rep  rted  during  the  year.  Thirty- 
seven  cases  of  Cysticercus  B^vis  and  twr:  cases  of  congenital 
tuberculosis  in  calves  were  notified  during  the  year.  I repeat 
that  the  veterinary  profession  should  make  more  use  of  the 
valuable  information  available  at  the  slaughterhouse  regarding 
the  diseases  of  animals.  The  continued  loss  of  liver  by  reason 
of  fluke  (Di  stoma  He  pat  i cum)  is  a matter  for  attenti  n,  "tie 
thousand  and  sixteen  livers  being  c mderaned  during  the  year  1949, 
the  percentage  of  offal  being  36%  in  cattle  and  56%  in  sheep. 

SLAUGHTERING  OF  ANIMALS  ,.CT , 1923. 

The  ab  ve  Act  provides  f r the  humane  and  scientific 
slaughter  of  animals,  the  licensing  of  slaughtermen  and  for 
purposes  connected  therewith.  The  Sanitary  Inspectors  of  the 
Council  are  the  duly  appointed  enforcement  officers  for  the 
purposes  of  the  Act,  and  slaughtermen's  licences  are  granted  by 
the  Council  only  after  receiving  a satisfactory  report  from  these 
officers  who  are  able  to  observe  the  slaughtering  of  animals 
whilst  engaged  in  meat  inspection  duties  at  the  slaughterhouse 
and  the  inspection  of  knackers  yards. 

Nino  applications  for  licences  were  granted  for  a period 
of  12  months* in  each  case.  Action  regarding  contravention 
of  the  provisions  of  the  Act  was  not  found  necessary  during  the 
year. 

The  Temple-Cox  end  Cash  captive  bolt  type  humane  killer  is 
used  at  the  controlled  slaughterhouse  also  a long  arm  Greener 


